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Sample clean-up and high-performance liquid 
chromatographic techniques for measurement of whole 
blood rapamycin concentrations 654(1994)111 


Retinol 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 


Ropivacaine 

Determination of amide-type local anaesthetics by direct 
injection of plasma in a column-switching high-performance 
liquid chromatographic system using a pre-column with a 
semipermeable surface 654(1994)221 


Salbutamol 

Optimization of a column liquid chromatographic 
procedure for the determination of plasma salbutamol 
concentration 654(1994)205 


Serotonin 
Rapid measurement of the monoamine content in small 
volumes of rat plasma 654(1994)177 


Steroids 

Determination of urinary glucuronide conjugates by high- 
performance liquid chromatography with pre-column 
fluorescence derivatization 654(1994)171 


Steroids, anabolic 
Metabolites of 4-chlorotestosterone acetate in cattle urine 
as diagnostic markers for its illegal use 654(1994)43 


Testosterone-3-glucuronide 

Determination of urinary glucuronide conjugates by high- 
performance liquid chromatography with pre-column 
fluorescence derivatization 654(1994)171 


Thymidylate synthase inhibitor 

Column-switching high-performance liquid chromatographic 
method for the determination of a thymidylate synthase 
inhibitor, LY231514, an investigational agent for the 
treatment of solid tumors, in human plasma _ 654(1994)297 


a-Tocopherol 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 


Triazolam 

Determination of alprazolam and its major metabolites in 
serum microsamples by high-performance liquid 
chromatography and its application to pharmacokinetics in 
rats 654(1994)77 


Verapamil 
Stereoselective determination of verapamil and 
norverapamil by capillary electrophoresis 654(1994)121 


Vitamin C 
Measurement of ascorbic acid in human plasma and urine 
by high-performance liquid chromatography 654(1994)134 


Vitamins 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 








